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Annual  Report  for  1940, 


1.  TABLE  A. 

Number  inspected. 

By  the  By  the  Number 

^edical  Sanitary  Inspector.  reported 

Officer  to  be 

of  defective. 

Health. 


4* 

(IV 


Number  of 
vessels  on 
which 
defects 
were 

remedied . 


Number  of  vessels 
reported  as 
having,  or  having 
had,  during  the 
voyage  infectious 
disease  on  board. 


2 


13 


Nil  Nil 


Nil 


11 •  Character  of  Trade  of  Port. 

There  has  been  no  change  in  the  character  of  the  Port. 

111.  Water  Supply. 

This  is  satisfactory. 

IV.  Port  Sanitary  Regulations,  1933. 

These  Regulations  work  satisfactorily. 

Hospital  Accommodation.  This  remains  the  same  as  during  1939. 

There  were  no  cases  of  infectious  disease  reported  from  any 
of  the  vessels  during  1939. 

V.  Measures  Against  Rodents. 

There  has  been  no  evidence  of  rodents  at  the  Port  or  on  any 
of  the  vessels. 

VI .  Food  Inspection. 

No  food  is  imported. 

The  Shell-fish  Regulations  remain  in  force  and  are  observed 
as  previously  reported. 


Health  Department, 
Council  Offices, 
MILLOM. 


29th  March,  1941. 
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